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1el An abbreviated version of this protocol was published in Science Advances in Jan 2021 
A CRISPR-Cas autocatalysis-driven feedback amplification network for supersensitive DNA diagnostics 


DOI: 10.1126/sciadv.abe7802 


Detailed protocol 


Dear Mr. Zhao, 
Thank for the concerns. We here upload the detailed protocol of RNA/DNA oligomers, and please see the attached file. 
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RNA-DNA oligomers.pdf ® 
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